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MEMORANDUM FOR THE RECORD 

SUBJECT : • Working Group Meeting on Signal Conditioner and 
Data Monitor 


1. a. Purpose: To insure that the output of this 
system and the associated ground processing 
equipment will satisfy the requirements and needs 
of customers. 

b. Time: 1000 hours, Friday, 3 January 1964. 

c. Location: Conference Room 6B4400 OSA. 

2 . Agenda 

a. Introduction 

b. Description of Signal Conditioner and Data 
Monitor. 

c. Description of Ground Process Equipment 

d. Description of SIP 

e. Discussion of NPIC requirements 

f. Discussion of Operations requirements 
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g. Summary 
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